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Abstract 


Mycoplasma bovis is a highly contagious major 
mastitis pathogen with multiple clinical presenta- 
tions in dairy cows. This kind of mastitis does not 
respond to available antibiotics and actually there 
is no effective therapy for this infection, thus the 
best way of prevention and control is to diagnose 
and cull the affected cows in the herd. The objec- 
tive of this study was to detect Mycoplasma bovis 
in bulk tank milk samples by nested PCR in Mash- 
had, Iran. One hundred and four fresh bulk tank 
milk samples from 52 dairy herds were collected 
four weeks apart. Mycoplasma bovis was not de- 
tected from any of them by either direct PCR on 
milk or after enrichment in modified Hayflick’s 
broth. Two other mycoplasma species were detect- 
ed after enrichment and one other mycoplasma 
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species without enrichment by mycoplasma spp. 
primer. Sequencing of the PCR products from two 
positive samples confirmed the presence of myco- 
plasma that were Mycoplasma canadense and My- 
coplasma yeatsii. 
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Detection of Mycoplasma in bulk tank milk 


Introduction 


Mycoplasma bovis is a highly contagious major 
mastitis pathogen with multiple clinical presenta- 
tions in dairy cows [1]. Also it is the most patho- 
genic agent of outbreaks of mycoplasmal mastitis 
in cattle [1]. The most important route of trans- 
mission inside herds is milking instruments such 
as milking machines, teat cups and also milker’s 
hands [2-4]. Recent infections usually occur after 
the introduction of infected replacements without 
any sanitary precautions [2, 4, 5]. Mycoplasmal 
mastitis does not respond to available antibiotics 
and actually there is no effective therapy for this 
infection [1], thus the best way of prevention and 
control is to diagnose and cull the affected cows 
in the herd [2, 4]. Identification of farms with my- 
coplasma problem and the infected cases within a 
herd can be performed with culture of milk from 
clinical mastitis suspected cows or bulk tank milk 
samples. Nowadays molecular approaches such as 
polymerase chain reaction (PCR) with higher sen- 
sitivity, higer specificity and in shorter time pe- 
riods are widely used in laboratories [6]. Mastitis 
due to Mycoplasma is reported from many regions 
in the world, however there is only one report of 
prevalence of this microorganism from Iran [7], 
which had been performed in a western state by 
applying only the culture method. Therefore the 
objective of this study was to determine the preva- 
lence of Mycoplasma bovis in bulk tank milk sam- 
ples of herds in suburb of Mashhad in northeast- 
ern Iran by nested PCR. 


Figure 1 

Gel electrophoresis of amplicons after PCR. 

(A) Agarose gel electrophoresis of the 1013-bp of 16S rRNA 
gene of mycoplasma spp. Lane 1: 100 bp DNA ladder; Lane 2: 
positive control; Lane 3: negative control; Lane 4: sample. 
(b) Agarose gel electrophoresis to show the 1911-bp PCR 
product of mycoplasma bovis. Lane 1: DNA ladder; Lane 2: 
positive control; Lane 3: negative control; Lane 4: sample. 
(C) Agarose gel electrophoresis to show the 442-bp nested 
PCR product of mycoplasma bovis. Lane 1: 100 bp DNA lad- 
der; Lane 2: positive control; Lane 3: negative control; Lane 
4: sample. 


Results 


Mycoplasma bovis was not detected from any 
bulk milk samples by either direct PCR on milk or 
after enrichment in modified Hayflick’s broth (Fig- 
ure 1). Two other mycoplasma species were de- 
tected after enrichment and another mycoplasma 
species without enrichment by mycoplasma spp. 
primer (Table 2). Sequencing of the PCR products 
from two positive samples confirmed the presence 
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Ə Haloplasma contractile SSD-17B Contig27, whole genome shotgun sequence 
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Figure 2 


ll mycoplasmas | 40 leaves 
Mycoplasma hominis ATCC 23114 chromosome complete genome 


mycoplasmas | 5 leaves 
Mycoplasma arthritidis 158L3-1, complete genome 
mycoplasmas | 2 leaves 


Mycoplasma arginini DNA. complete genome, strain: HAZ145_1 


Mycoplasma canadense DNA, complete genome, strain: HAZ360_1 


Alignment of the sequence of PCR product of mycoplasma bovis 16s rRNA. 
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of mycoplasma that were Mycoplasma canadense 
and Mycoplasma yeatsii (Figure 2). 


Discussion 


This cross-sectional survey of bulk milk tank 
from representative dairy herds in Mashhad, Iran, 
was specifically aimed at determining Mycoplasma 
bovis and the possible role of other causative or- 
ganisms. The findings indicated that no evidence 
of Mycoplasma bovis was found using nested PCR. 
Several PCR assays have been described in the sci- 
entific literature for the detection of Mycoplasma 


Table 1 
The oligonucleotide primers used in this study 


contrast with another study performed in Iran that 
reported high prevalence of mycoplasma mastitis 
[7]. This could be related to the improved mastitis 
control programs in farms during recent years or 
geographical differences in the two regions being 
studied with more than 1000 km distance between 
them. Investigations in other countries showed 
the between-herd prevalence of Mycoplasma bovis 
in bulk milk ranging from 0 to 8 percent in New 
Zealand [14], USA [15], Greece [16] and Belgium 
[17]. Detection of mycoplasma in bulk tank milk 
has been shown to be repeatable, but in our study 
one of the farms was negative in first sampling. 


Annealing Rize 
Primers Sequence (5'-3') temperature amplified Reference 
product (bp) 

16S rRNA _F 5-GCTGGCTGTGTGCCTAATACA-3’ 

56°C 1013 bp 19 
16S rRNA_R 5-TGCACCATCTGTCACTCTGTTAACCTC-3’ 
PpMB920-2 5- TTTTAGCTCTTTTTGAACAAAt-3’ 

48°C 1911 bp 11 
PpMB920-1 5-GGCTCTCATTAAGAATGTC-3 
PpSM5-1 5-CCAGCTCACCCTTATACATGAGCGC-3 

54°C 442 bp 11 
PpSM5-2 5-TGACTCACCATTTAGACCGACTATTTCAC-3 


bovis [8-12]. The nested Mycoplasma bovis PCR 
was selected for use in the survey as it was report- 
ed to have a detection limit of 5 cfu/ml of milk, was 
analytically specific, and had a better diagnostic 
sensitivity than culture [11]. In addition, the PCR 
assay using the primary primers [PpMB920-1 and 
-2] was reported to differentiate all true-positive 
and true-negative isolates in a blinded ring trial 
of different PCR systems and laboratories [13]. 
However, in this study for confirmation of results, 
we used another primer set for detection of myco- 
plasma spp. The results of this study showed that 
Mycoplasma bovis was not detected from any of 52 
farms and other Mycoplasma spp. were detected 
in three of 104 bulk tank milk samples. This is in 


Table 2 


This can be related to new epidemic of myco- 
plasma mastitis in the farm or cows which have 
already recovered from an initial infection and 
have stopped or lowered shedding mycoplasma to 
an undetectable limit. In addition, bulk-tank milk 
samples generally represent only healthy, untreat- 
ed cattle within a herd, since milk from unhealthy 
or treated cattle is kept separately. In our study, 
enrichment in Hayflik media improved isolation 
of mycoplasma from bulk tank milk samples. Sim- 
ilarly, Gonzales and collagues showed the use of 
pre-enrichment in Hayflick’ broth yielding 6% 
more isolates of Mycoplasma from bovine milk 
[1]. In addition, large herds (500 animals or more) 
were more likely to have positive Mycoplasma cul- 


Nested PCR and modified Hayflik’s medium culture results for detection of mycoplasma in 104 bulk tank milk samples 


Mycoplasma Spp. 


Mycoplasma bovis (nested PCR) 


First sampling Second sampling First sampling Second sampling 
PCR on milk 
0/52 1/52 0/52 0/52 
(without enrichment) 
With enrichment 1/52 2/52 0/52 0/52 
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tures than medium-sized [100-499] or small herds 
(<100) [7]. 


Materials and Methods 


The central region of Mashhad has a total of 57 dairy 
herds which included 16625 dairy cows. To ensure accurate 
screening, two fresh bulk tank milk samples from 52 herds 
were collected four weeks apart. Samples were obtained 1 to 2 
hours after milking. The milk in the bulk tank was mixed for 
5 to 10 minutes. Approximately 15 ml of bulk milk was taken 
from the top of the tank using a sterile syringe and pipette. The 
sample was poured in a 15 ml screw cap sterile conical tube 
and transported to the laboratory on the ice. 

A method previously described by Pinnow et al. [11] 
was used to prepare the bulk tank milk samples. Briefly, milk 
samples were vortexed to homogeneity. 1 ml from each sample 
was transferred to a 1.5 ml microfuge tube, and 500u1 of sterile 
PBS was added. After a short vortex, the samples were cen- 
trifuged at 14000xg for 20 minutes at room tempreture. The 
supernatant was removed and the pellet was resuspended in 
1 ml of PBS and centrifuged with the same conditions but for 
10 minutes. Then, the pellet was subjected to DNA extraction 
(GeneAll’, South Korea). The samples were pre-enriched in 
Hayflick’s broth as described by Baas et al. [18]. 16S rDNA 
gene of Mycoplasma genus was detected by PCR method us- 
ing specific oligonucleotide primers shown in Table 1 [11, 19]. 
Amplification was performed in a final volume of 25 ml con- 
taining 10 ul of Taq DNA polymerase 2x master mix red con- 
taining; 2 mM MgCl, Tris-HCl pH = 8.5, [NH4],S04, 4mM 
MgCl, 0.2% tween 20, 0.4 mM dNTPs, 0.2 units/ul ampliqon 
Taq DNA polymerase inert red dye and stabilizer (Ampligon’, 
Denmark), 0.5 mg/mL of each primer and 3ul template DNA. 
The PCR conditions consisted of a pre-denaturation step at 
94°C for 5 min, followed by 30 cycles of 30 s at 94°C, 30 s at 
56°C and 30 s at 72° C. A final extension step was performed 
at 72° C for 5 min. Amplified products were analyzed by elec- 
trophoresis on 1% agarose gel. DNA bands were visualized 
by staining with ethidium bromide and photographed under 
UV illumination. The conditions for the nested PCR reaction 
were followed according to Pinnow et al. [2001]. In the exter- 
nal PCR reaction primers PpMB920-1 and PpMB920-2, and 
for nested reaction primers PpSM5-1 and PpSM5-2 (Table 1) 
were used. Each tube had a total volume of 25 ul, which con- 
tained the same concentration of reagents as the genus specific 
PCR reaction. The PCR conditions consisted of a pre-dena- 
turation step at 94°C for 10 min, followed by 35 cycles of 30 s 
(for external reaction), 45 s (for internal reaction) at 94°C, 60 
s at 48 °C (for external reaction), 54°C (for internal reaction), 
and 150 s (for external reaction), 120 s (for internal reaction), 
at 72°C. A final extension step was performed at 72°C for 5 
min. The PCR product from the external reaction was diluted 
1:100. Five microliters of this dilution was used as the tem- 
plate for the nested reaction. Positive and negative controls 
were always included. Amplified products were analyzed by 
electrophoresis on 1% agarose gel. DNA bands were visualized 
by staining with ethidium bromide and photographed under 
UV illumination. 
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